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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 33688 I7I9I5Z 
ACTION EB-08 

INTO OCT-OI EUR-I2 ISO-00 SSO-00 NSCE-00 DODE-00 
NSAE-00 USIA-06 TRSE-00 ERDA-05 CIAE-00 COME-00 
ACDA-I2 /044W 

024040 I7I9I6Z/44 

O I7I9I3Z NOV 77 

PM AMEMBASSY PARIS 

TO SECSTATE WASHDC IMMEDIATE 1840 

CONPIDENTIAL PARIS 33688 

USOECD 

EXCON 

E.O. 1 1652: XGDSI 

TAGS: COCOM, ESTC, UK, PL 

SUBJ: UK IMAGE INTENSIPIER TUBES TO POLAND - IL 1555 
REF: COCOM DOC. (77) 812 

1. URGENCY REQUEST: SIX SELF-POCUSING ELECTROSTATIC 
IMAGE INTENSIPIER TUBES TYPE XXI050. ORDERED BY PHZ UNI- 
TRA (STATE BUYING ORGANIZATION) WARSAW POR WARSAW UNI- 
VERSITY POR USE IN STUDYING STARS OP LOW LIGHT OUTPUT. 

TOTAL VALUE: $3,570. 

2. SIMILAR EQUIPMENT APPROVED POR EXPORT TO POLAND (CO- 
COM DOC. (75) 2384) AND TO CHINA, (COCOM DOC. (77) 337. 

DATA SHEETS SUBMITTED WITH LATTER DOC. 

3. URGENCY PROCEDURE INVOKED BECAUSE ORDER WILL BE LOST 
IP SHIPMENT NOT MADE BY END OP NOVEMBER. 

4. USDEL RECOMMENDATION: U.S. APPROVAL BASED ON APPRO- 
VALS OP SIMILAR EXPORTS PARA 2 ABOVE. 

CONPIDENTIAL 

CONPIDENTIAL 

PAGE 02 PARIS 33688 I7I9I5Z 
SALZMAN 
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